V e 9" COLOR MONITOR 


PROFESSIONAL 


Compact, high performance monitor 
ideal for professionals 


LÀ 
W 9-inch Full-Square CRT that W Durable metal cabinet 
produces 300 lines of horizontal W Built-in speaker 
o resolution Wi Ideal for multiple professional 
W Comb filter applications 
W Two units fit side by side in a 
standard EIA rack 
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Front 


Astounding quality pictures from high 
performance space saving monitor 


The TM-A9U color monitor delivers high quality pictures suitable 
for numerous applications, ranging from security to broadcast. 
Crisp images with a horizontal resolution of 300 lines is provided 
by a new 9-inch Full-Square (FS) CRT with a stripe pitch of 
0.5mm. Combined with the built-in comb filter, reduced size and 
rugged metal construction, this small but powerful monitor 
outperforms all the monitors in its class. 


W 9-inch Full-Square CRT with 90° deflection. 
In-line guns and stripe of 0.5mm 

W Mountable side by side in a standard EIA rack 

W Superior space-saving and durable metal cabinet 

W Horizontal resolution of more than 300 lines 

W Composite video input terminal (BNC). Bridged 
output provided 


W Built-in 8cm round speaker with 1W audio output 


ECIFICATIONS 


iagonally measured), 
ripe pitch 0.50mm 


gun, 


ohms, negative syne 
termination switch 
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